For He Has testified to the Glory of Our Father 


First of all 
I Robert Gregory Boensch 
in response to above post 


Would like to personally apologize to everyone that has saw any of my posts 
and was unable to open a link or any link because they haven't a device that can do this 


or the link failed. 


and secondly there has been so many Blogs and Post from me and others that 
we all missed because I don’t think any of us has the ability to see and share what has been said. 


This is why it needs to be a team effort. 

My Very first post on Dianne's blog was very controversially. 
and I never thought it would see the light of day. 

But to my surprise it is still here 2021-03-08. 


Our Father allowed it to Stand. 

and the Back story of this event is. 

A few days after this journey to be a witness to this. 

I was on my Death Bed. 

and our friend that dwells down below. 

Kept telling Me just say you were Wrong Bob and you will live. 

I just laugh at Him and Said I welcome my judgment Day. 

and we will see if I’ll be Meeting you again. 

Four days later I waked out of this situation with another Sword in My Hand. 
if I tell you where the ark is. 

Would that inspire us to search for it or would We just say I heard it was found and just go about our 
day. 


President Donald John Trump. 
Proclaimed on January 20 2017. 


The Kingdom has Fallen. 

And I Have Given the Power Back to The People! 
We Need Silence From Today Forward From 

RGB 

Robert Gregory Boensch 
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